SOUTH   TOWER,    BUILT   IN    1809,   ON  ORANGE 
STREET,  NANTUCKET,  MASSACHUSETTS 

This  famous  tower  of  the  Unitarian  Church  houses  an  a  I 
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old  Portuguese  bell  which  sounds  the  hour  and  loMs; 
fifty-two  strokes  at  seven  in  the  morning,  twelve 
noon  and  nine  in  the  evening. 
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